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INDEX—DIGEST TO OPINION AND FINAL DECISIONS 
OF COMMISSION 


ABANDONMENT. Page 


Commission denies rehearing of its rejection of an application for a 
certificate of public convenience and necessity where there was a previous 
certificate still in effect authorizing the same gas service. Humble Oil and 
TIN OO ocak ssicnnsicssssecestanhcciitane ns tat idee ceiennigthcaicinlaatciamiammaiaiatiadas 90 

Commission denies application for a certificate of public convenience and 
necessity where the sale duplicates a previously certificated sale which has 
not been abandoned. Magnolia Petroleum Co., Hunt Oil Co___-.----~-- 111, 447 

Commission denies rehearing of its refusal to grant a certificate of pub- 
lic convenience and necessity where there was a previous authorization in 
effect for a sale between the same parties, involving the same gas pro- 
ducing acreage, and the original certificate contained no provision limiting 
ite duration. Humble Oil and Refining Oo... 22 en 90 

Commission authorizes Texas Eastern under Section 7(b) of the Natural 
Gas Act to abandon certain facilities with some conditions proposed by 
the barge interveners. Tevas Hastern Transmission Corp____....---~-.~ 141 

Commission issues certificate of public convenience and necessity under 
Section 7 of the Natural Gas Act to Texas Eastern authorizing the con- 
struction and operation of facilities and also authorizes Texas Eastern 
under Section 7(b) of the Natural Gas Act to abandon certain facilities. 

The order permitting abandonment contains some conditions proposed by 
the barge interveners. Texas Hastern Transmission Corp.........__._-._... 141 

Commission issues order to show cause why company should not be 
required to continue deliveries and to file rate schedules, since there has 
been no application for abandonment. Deep South Oil Co. of Teras.___-~ 361 


CERTIFICATES. 


1. CONDITIONS. 


The Commission has authority to limit the term of a certificate, but only 
where it has been requested to do so, and only where it has been shown 
that the public convenience and necessity so requires. Humble Oil and 
SOOT On cineca tied cet nent eigen pee eee ede 90 

Evidence introduced by applicants does not support the issuance of 
certificates of limited duration. Swnray Mid-Continent Oil Co., The 
BuperGer Grr Celene a Le ef 619, 688 

Although the Commission may grant a certificate for a limited term, the 
present or future public convenience and necessity must require such a 
provision. Sunray Mid-Continent Oil Co__.-..------------------------- 1108 


2. FACTORS TO BE CONSIDERED. 
(a) Gas Supply. 

Deficiencies in future system gas supply do not warrant the denial of 
authorization for new facilities here in view of other considerations. 
Michigan Wisconsin Pipe Line Oo... ~~. 1000 

(b) Market. 


The question of whether the public interest will be served by a company 
engaging in the local distribution of natural gas in competition with other 
fuels is for resolution by a state commission and does not entitle the party 
raising such issue to intervention. Blue Ridge Gas Co_..-.............. 
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CERTIFICATES—Continued 
(c) Rates. Page 

A showing that there is a market for gas at the proposed price and that 

the project is economically feasible at that price, in the absence of evidence 

showing that the proposed price or rate adversely affects the public con- 

venience and necessity, establishes a prima facie case for the issuance of 

a producer certificate, and a certificate should issue. Hope Natural Gas ae 

OD - scitisiccaiiccssisicsicctasiiesitajaiiatinidscapssatate Mie ble Tih aca ila siaimininictaidioaknceilindienincanna 
Commission distinguishes this case from the Signal case, where a rate 

condition was imposed, because here (1) there is no evidence that the price 

will result in price increases in the area, (2) the evidence shows that the 

proposed price will have no effect on other prices in the area. (3) the 

price will not “trigger off” any increases in favored-nations contracts, and 

(4) the price is substantially below a number of other prices in the area. 

Pr nn eI a ee 418 
Proposed price will not affect the public convenience and necessity since 

the price will neither affect the price to be paid by United’s customers 

nor result in other pipelines paying higher prices for gas purchased in the 

GO, TRO I e in  eege  G: 419 
In the great majority of independent producer certificate cases, where 

the price for the proposed sale has been arrived at on an arm’s length 

basis, the imposition of a rate condition is neither practical nor proper. 

ee nr i ee LE 421 
Commission discusses the applicability of the City of Detroit case with 

reference to the use of field price in an independent producer certificate 

procesiing. * Honbeers-cu Ce... oo oat ean tanta Less 422 
Field price data in the area of the proposed sale are of little probative 

value unless it is also shown that the conditions and circumstances as 

well as the time under which the prices were negotiated are substantially 

Te, “TO UE Te se seed eee BLS EU ENs 422 
Under the principles laid down in the Seaboard opinion and in the Signal 

case, there is no substantial evidence to establish that applicant’s proposed 

price is excessive or that a rate condition is otherwise required by the public 

convenience and necessity. Columbian Fuel Corp., Sunray Mid-Continent 

On Co.; The Depew Oe Cen 42 Ne sk Sd 480, 619, 638 
Commission concludes, based on precedent and on the evidence in these 

proceedings that a rate condition should not be imposed to the issuance of 

this independent producer certificate. United Gas Pipe Line Co_.----_--- 939 
3. GENERAL. 
Commission denies application for certificate of public convenience 

and necessity where the sale duplicates a previously certificated sale 

which has not been abandoned. Magnolia Petroleum Co., Hunt Oil Co._ 111, 447 
Commission issues certificate of public convenience and necessity under 

Section 7 of the Natural Gas Act to Texas Eastern authorizing the con- 

struction and operation of facilities and also authorizes Texas Eastern 

under Section 7(b) of the Natural Gas Act to abandon certain facilities. 

The order permitting abandonment contains some conditions proposed 


by the barge interveners. Texvas Eastern Transmission Corp____.._---~ 141 
Commission issues certificates of public convenience and necessity under 

Section 7 of the Natural Gas Act to applicants. Seaboard Oil Co______-- 425 
Commission issues certificate of public convenience and necessity to 

applicant under Section 7 of the Natural Gas Act. Columbian Fuel Corp. 481 


Commission under Section 7 of the Natural Gas Act issues certificates 
of public convenience and necessity to applicants authorizing the sale of 
natural gas in interstate commerce and also authorizing Southern Union 
to abandon part of its line. Southern Union Gas Co___-----------~--- 603 
Commission issues certificates of public convenience and necessity to 
applicants under Section 7 of the Natural Gas Act. Sunray Mid-Conti- 
nent O6i@ecdi eine jog woah Juss eles el poll sol 6386 
Commission issues certificates of public convenience and necessity to 
applicants under Section 7 of the Natural Gas Act. The Superior Oil Co. 658 
Commission issues certificate of public convenience and necessity under 
Section 7 of the Natural Gas Act to United Fuel authorizing it to con- 
struct and operate the proposed facilities and to sell and deliver natural 
gas to Ohio Valley. United Fuel Gas Co 
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CERTIFICATES—Continued 


Commission issues certificate of public convenience and necessity under 
Section 7 of the Natural Gas Act to applicants. United Gas Pipe Line 
COG iii bliin dicaihienibctneacttndisatasnsnaeseabting ancien aban 

Commission issues certificate of public convenience under Section 7 of 
the Natural Gas Act to Michigan Wisconsin. Michigan Wisconsin Pipe 


4. INTERCONNECTION. 

In a proceeding under Section 7 (a) of the Natural Gas Act, the Com- 
mission, interpreting Opinion 292 as adopting the examiner’s findings in 
that case as to pipeline capacity, holds that Panhandle-Trunkline’s capac- 
ity is sufficient to supply applicants, without endangering the supply of 
existing customers. Town Gas Co. of Illinoig____.__-_---.--------------- 

Commission under Section 7 4a) of the Natural Gas Act directs Manu- 
facturers to deliver natural gas to Mountain Gas Co., and exempts Moun- 
tain Gas Co. from the provisions of the Natural Gas Act. Mountain 


Commission dismisses application made to Section 7 (a) of the Natural 
Gas Act for failure of applicant to prosecute its application. Pan Ameri- 
rg ig en ee FE EE 

Commission orders Panhandle under Section 7(a) of the Natural Gas 
Act to establish and maintain interconnection of its facilities with those 
of applicant and to deliver and sell natural gas to applicant. Illinois 
POOP Gee ccccinin Pee cliaanciicaanni re cnihentiubearciatss tates anit cine dimieadinamiinaticemiinaeigialiids 

Commission directs Panhandle under Section 7(a) of the Natural Gas 
Act to establish connection of its transportation facilities with those of 
Citizens and to sell natural gas to Citizens. Citizens Gas Co....-.--~- 


5. Parties WHo May APpPLy 


Commission denies rehearing of its rejection of an application for a 
certificate of public convenience and necessity where there was a previous 
certificate still in effect authorizing the same gas service. Humble Oil 
Cin Ti ncscn cepa ttereneienincininntagittt nlgatesaith laa tiain apis tiaeneindniealttaaliattibadiin 

Commission denies application for a certificate of public convenience 
and necessity where the sale duplicates a previously certificated sale which 
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has not been abandoned. Magnolia Petroleum Co., Hunt Oil Co___ ~~ 111, 447 


Certificate of public convenience and necessity under Section 7 of the 
Natural Gas Act not required for construction of interstate pipeline to be 
leased by Nevada Natural to El Paso, since Nevada Natural would 
not be engaged in the transportation or sale of gas in interstate com- 
merce for resale. Hi Paso Natural Gas Co............................. 

Commission dismisses Sunray’s certificate application because the sale 
is a “percentage sale” by a producer within the meaning of Section 154.91 
(e) of the Regulations under the Natural Gas Act. Sunray Mid-Conti- 
UNE ' OEE TI, pack adepachagincepcemtn dscaekeaeahesicandinedepsienasetieibaeatiedestiamel 


6. TEMPORARY 


Commission may attach conditions to a temporary certificate as well as 
to a permanent certificate. Sunray Mid-Continent Oil Co_.......__--__ 
Commission will issue a temporary certificate only where there is an 
existing pipeline to be extended, or where an interconnection is request- 
ed. American Louisiona Pipe Line Oo... .._.__. 
Commission will not decide question of issuing temporary certificates 
if it might prejudice the examiner’s decision in a related proceeding. 
American Louisiana Pipe Line Co 


CONDEMNATION. 


Commission finds that intervener’s land is not on “reservation” as used 
in the Federal Power Act and therefore the Commission is not required 
to find under Section 4(e) of the Act that the location of a power project 
on the land will be consistent with the purpose of the reservation. 
Power Authority of the State of New York 
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CONDITIONS. 


See CHRTIFICATE OF PUBLIC CONVENIENCE AND NECESSITY, 
1. ConpiT1ens 3.. Facrors To Be CONSIDERED, (c) Rates. 


COST OF SERVICE 


1. ALLOCATION AND CLASSIFICATION OF Cost. 


Commission determines that only the costs provided for in the contract 
should be allocated to the Amarillo sale, thus departing from its usual 
policy of rolling in costs for jurisdictional and nonjurisdictional custom- 
era. Celovrade Interstate G60 C0 siicccnccmnniecnnbitntidnwtiaieneupintons 1022 


2. TAXES. 


The extra taxes paid by E & G on account of the increase in its equity 
capital ratio, in order to offset the low equity capital ratio of Generating 
Company on a consolidated basis, are not a cost of Generating Company’s 
service rendered to Georgia Power Company. South Carolina Gener- 

NG I acticin se sacaliiic ek ae abadinlich ihccaleainn aleacnih Deiat adie imaheimadtdioedianiaini 859 

As a condition of the merger authorized by the Commission between 
Colorado Interstate and Canadian River, the tax savings resulting from 
statutory depletion and intangible well drilling expenses were clearly to 
benefit Colorado Interstate’s customers and consumers. Colorado In- 
iaticbetibindlinn bheaediadmnminemrestuabnenmedieieniebetahtait 


3. Test PERrop. 


Commission concludes that because of the increased cost of gas pur- 
chases and other operating charges 1954 is an inappropriate test year for 
the latter part of the period involved in these proceedings, and that the 
record should be reopened to incorporate by reference the evidence in 
another case containing cost data based on a later test year. Colorado 
rah icici cei Tate ees Sinn Nesincan th Mernativegbeciaadhanescadadtadiahesestiashos 1017 


DISCRIMINATION. 


United Fuel’s use of its AOS rate schedule, designed for emergencies, 
to sell substantial quantities of gas during the summer to its two affiliates 
above their effective contract demands is an improper use of the AOS rate 
schedule and contrary to the Commission’s order requiring the use of the 
contract demand rate schedule. United Fuel Gas Co____--------------. 303 
Commission’s action suspending Stanolind’s proposed increase and per- 
mitting Gulf’s proposed rate to go into effect but instituting investigation 
against Gulf does not sustain contention of deliberate and willful dis- 
crimination where the aggregate of the changes proposed by Stanolind 
were much larger. Pan American Petroleum Corp___----------.-------- 535 
The prohibition in Section 4 of the Natural Gas Act against discrimi- 
nation does not refer to nondiscriminatory rates as between natural gas 
companies. Barnhart Hydrocarbon Corp__.............-.-..-...---.... 942 
There is no discrimination involved in suspending Sun’s proposed in- 
creased rates while permitting others in the area to go into effect, where 


ae facts were presented in those cases from the facts here. Sun 
BO asses Seite ec nlc by apiniane bei EEE ceed tit iniebi aie AE bi mee temeeataien 


FACILITIES 

See CERTIFICATES OF PUBLIC CONVENIENCE AND NECESSITY, 3. 
GENERAL. 
FIELD PRIOD. 


See RATES, 6. Fiery Price; CERTIFICATES OF PUBLIC CONVEN- 
IENCE AND NECESSITY. 2. Factors To Be Consmperep, (c) Rates. 


INTERCONNECTION. 


See CERTIFICATES OF PUBLIC CONVENIENCE AND NBECES- 
SITY, 4. INTERCONNECTION. 


JUDICIAL REVIEW. 


Recital of jurisdiction over sales in a suspension order is a procedural 
step and no company is adversely affected thereby. United Carbon Co.. 248 
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JURISDICTION. 
1. Direct SALES AND SALES FOR RESALE 


Where parties have entered into separate contracts for the separate 
measurement and sale of gas for boiler fuel use, the sale of such gas is 
removed from Commission’s jurisdiction under Section 1(b) of the Nat- 
ural Gas Act. Colorado Interstate Gas Co 


2. EXEMPTION 


Commission under Section 7(a) of the Natural Gas Act directs Manu- 
facturers to deliver natural gas to Mountain Gas Co., and exempts Moun- 
tain Gas Co. from the provisions of the Natural Gas Act. Mountain Gas 
Co 

Cases establish that companies’ sales are “sales in interstate commerce 
of natural gas for resale” under Section 1(b) of the Natural Gas Act. Pan 
American Petroleum Corp 

3. GENERAL. 

Certificate of public convenience and necessity under Section 7 of the 
Natural Gas Act not required for construction of interstate pipeline to be 
leased by Nevada Natural to El Paso, since Nevada Natural would not be 
engaged in the transportation or sale of gas in interstate commerce for 
resale. El Paso Natural Gas Co 

4. Rates. 

Recital of jurisdiction over sales in a suspension order is a procedural 
step and no company is adversely affected thereby. United Carbon Co._ 

Contracts made prior to the adoption of the Natural Gas Act are subject 
to rate regulation under the Act. United Carbon Co__-----.-------__- 


See LICENSES, 6. Jugispicrion 


LICENSES. 

1. ANNUAL CHARGES 

Commission amends its Regulations under the Federal Power Act with 
respect to the method of determining annual charges prescribed for State 
and municipal licensees. Amendment to Part II of Subchapter B of the 
Regulations Relating to Annual Charges Prescribed for Licensees Under 
the Provisions of the Federal Power Act__-.------ scnltcanandnninainidadicmmuaonadaea 


2. COMPREHENSIVE PLAN 


Commission determines that applicant’s project will not be best adapted 
to a comprehensive plan of development of the water resources of the 
region under Section 10(a) of the Federal Power Act after finding that 
the Nez Perce project would have more flood control benefits and greater 
power benefits than applicant’s proposed project. Pacific Northwest Power 


Any combination of projects for the comprehensive development of the 
Middle Snake River basin which includes Nez Perce projects is consist- 
ently superior to any combination of projects which does not include Nez 
Perce. Pacific Northwest Power Co 


8. EFFECTIVE DATE 


There is no basis in the evidence for fixing license terms less than 50 
years for the proposed developments or the back dating of licenses for 
constructed developments. Carolina Aluminum Co 


4. FisH PROBLEM 

Commission discusses the fish problem which must be solved at the Nez 
Perce project. Pacific Northwest Power Co 

5. GENERAL 

Commission denies the application for a license by Pacific Northwest. 
Pacific Northwest Power Co 

Commission issues licenses under Section 4(e) of the Federal Power Act 


to Carolina Aluminum Co. and Carolina Power & Light Co. for existing 
and proposed developments. Carolina Aluminum Co 
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LICENSES—Continued 
6. JURISDICTION 


Commission’s jurisdiction is based upon the effect which the existing 
and proposed hydroelectric developments are capable of having on navi- 
gable capacity at points downstream. Carolina Aluminum Co_.--~------ 

There is no basis in the Federal Power Act for saying that the operation 
and maintenance of existing hydroelectric developments, which were con- 
structed prior to the 1935 amendments to the Act, have been operated and 


maintained unlawfully or in trespass against the United States. Carolina 
MI I as eccittintichecnatieicsnitin ein tteniee thst tals esciastteliem elidel cittspileiiinkin ctinipeandlstt 


MERGER OR ACQUISITION 


As a condition of the merger authorized by the Commission between 
Colorado Interstate and Canadian River, the tax savings resulting from 
statutory depletion and intangible well drilling expenses were clearly to 
benefit Colorado Interstate’s customers and consumers. Colorado Inter- 
state Gas Co 


PRACTICE AND PROCEDURE. 
1, APPLICATION FOR REHEARING 


Commission denies application for rehearing and stay, on the ground 
that the application fails to disclose any purpose that would be served by 
a stay of its order. Pacific Northwest Power Co 


2. COMPARATIVE HEARING 


Where a comparative hearing on competitive applications has been held 
and modifications are later made in the applications, further comparative 
hearings must be held. American Louisiana Pipe Line Co 


38. EXAMINER’S FUNCTIONS 


Commission denies proposal of examiner entitled “Certifying Question 
of Reopening,” where the examiner’s decision has been adopted, holding 
that the function of the examiner had ceased before the filing of the pro- 
posal. Transcontinental Gas Pipeline Corp 


4. EXCEPTIONS 


Commission’s regulations do not provide for the filing of a reply to ex- 
ceptions to an examiner’s decision. Shell Oil Co 


5. EVIDENCE 


The burden of going forward with the evidence relating to the issue of 
a rate condition is on the party raising the issue, although the burden of 
proving all elements of a case of public convenience and necessity is on 
er. I GE PT irnccin eequettenetiendduseddecaconensnance 


6. INTERMEDIATE DECISION PROCEDURE. 


Commission waives intermediate decision procedure in certificate pro- 
ceedings, where required by the exigency created by the imminence of the 
financing deadline. El Paso Natural Gas Co 


7. INTERVENTION. 


The question of whether the public interest will be served by a company 
engaging in the local distribution of natural gas in competition with other 
fuels is for resolution by state commission and does not entitle the party 
raising such issue to intervention. Blue Ridge Gas Co 


8. MoTIoN To DIsMISss. 


For the purpose of deciding a motion to dismiss made at the conclusion 
of an applicant’s direct case every presumption and inference reasonably 
drawn from the evidence must be determined in favor of the respondent 
to the motion to dismiss. United Carbon Co__-~--~------------------- 

Motion to dismiss cannot introduce in its support facts which do not 
appear. on the face of the bill. United Carbon Co___---~--~_-..-______ 

Commission grants motion to dismiss case because of Hunt’s failure to 
discharge the burden of proof contemplated by Section 4(e) of the 
Natural Gas Act. H. L. Hunt. 
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PRACTICE AND PROCEDURE—Continued 
9. OrnpER TO SHOW CAUSE. 


Commission issues order to show cause why company should not be 
required to continue deliveries and to file rate schedules since there has 
been no application for abandonment. Deep South Oil Co. of Texas 


10. REOPEN. 


Commission reopens record for limited purpose indicated in opinion. 
Colorado Interstate Gas Co 


11. RuLInes AND FINDINGS. 


If subsidiary and ultimate findings are made which establish the invo- 
eation and proper application of lawful authority and the existence of 
substantial evidence supporting the agency action, nothing more in the 
way of findings is required. Pan American Petroleum Corp 


12. WITHDRAWAL. 


A pleading may be withdrawn only with the permission of the Commis- 
sion, once the hearing has convened. American Louisiana Pipe Line Co. 


RATE OF RETURN. 


In the absence of any data on earnings-price ratios in the security 
market for comparable thin-equity securities, Commission determined the 
overall rate of return for Generating Company by comparison with what it 
would be, assuming a more nearly normal capital structure. South 
Carolina Generating Co 

Thinner equity of Generating Company with its inherent greater risk 
should receive allowance of a higher rate on its equity capital than that 
which is commanded by the usual electric utility equity security in the 
market. South Carolina Generating Co 

Interest during construction on equity funds allowed at the rate of 6 
percent. South Carolina Generating Co 

A natural gas company must be allowed a return sufficient to assure its 
financial integrity and maintain its ability to render service. Natural Gas 
Pipeline Co. of America 

Commission finds that a 6 percent rate of return is adequate. Colorado 
Interstate Gas Co 

Commission approves 6.25 percent rate of return for single-customer to 
pipeline company, to facilitate the raising of capital, where there is little 
growth opportunity. Gulf Interstate Gas Co 


RATES. 
1. AFFILIATION. 


Before Commission may include the cost of purchased gas between 
affiliates in Hunt’s cost of service, it must at least determine that the 
prices charged by the affiliate have a factual economic justification. H. L. 


Commission reopens hearing to receive evidence as to the justification, 
other than field price, for the inclusion in United’s cost of service of in- 
creased payments to its affiliate, Union. United Gas Pipe Line Co 


2. CONSTRUCTION OF JUST AND REASONABLE. 


This case distinguished from Union Oil Co. on the basis that here ap- 
plicants introduced evidence purporting to reflect the cost of maintaining 
their present deliveries to a single company and their present volumes 
of gas reserves. United Carbon Co 

Commission afirms examiner’s decision denying applicants’ motions to 
terminate but reverses examiner’s decision granting staff’s motion to dis- 
miss and disallowing applicants’ proposed increased rates. United 
Carbon Co 

Commission discusses the inapplicability of the City of Detroit case to 
this type of independent producer rate proceeding. Pan American Petro- 
leum Corp 

Commission finds sufficient evidence, exclusive of cost of service evi- 
dence, in the record to justify a finding that the proposed producer rates 
are just and reasonable. Pan American Petroleum Corp 
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RATES—Continued 
1. AFFILIATION—Continued 


Commission disallows proposed increased rates under Section 4 of the 
Natural Gas Act. Pan American Petroleum Corp_.-...----..-..---.-.. 
Independent producers have not shown their proposed increased rates 
are justified, and cannot until they meet the requirements of Union Oil 
and City of Detroit cases. Pan American Petroleum Corp__---------~-- 
Hunt, as agent for the producers, has not shown that the amount which 
it is receiving for performing gathering and processing functions is less 
them adequate. FF. Li. HONG nnn nnn en tenet ene pe nnenss 
Commission distinguishes Opinion 310, where the rate base method was 
not used because of the administrative difficulties existing there, and the 
harmful effects on the public interest which would have resulted from its 
Wad. Pe BEERS Fr Cee BR eeetintccrereinetiernantenendinate 
Evidence consisting of (1) “commodity value’, (2) comparison of prices 
for natural gas and certain competitive fuels, and (3) the effect on price 
of the decline in purchasing power of the dollar, is not sufficient to meet 
the burden of proof under Section 4 of the Natural Gas Act based on the 
Union Oil and City of Detroit cases. Sun Oil Co___--------------------- 
Commission grants motion to dismiss Sun’s increased rates under Sec- 
tion 4 of the Natural Gas Act. Swn Oil Co___-.----------.-~~-----.-.--- 
A natural gas company must be allowed a return sufficient to assure its 
financial integrity and maintain its ability to render service. Natural Gas 
Pipeline Oe; 0f GmerwGs. Jil ii ad a a ee 


3. Cost oF PURCHASED GaAs. 


Before Commission may include the cost of purchased gas between affili- 
ates in Hunt’s cost of service, it must at least determine that the price 
charged by the affiliate have a factual economic justification. H. L. Hunt__ 

Commission reopens hearing to receive evidence as to the justification, 
other than field price, for the inclusion in United’s cost of service of 
increased payments to its affiliate, Union. United Gas Pipe Line Co 


4, DEMAND RATE. 


The theory of a contract demand rate is that each customer must pay a 
demand charge based upon its part of the total delivery capability of the 
seller to which it is contractually entitled on any day of the year. United 
NE TE  ectnactte tabetha et take idabemestend Stvdadereiah-intgitinmnineon 

Commission determines Ohio Fuel’s and Manufacturers’ contract de- 
mand for service by United Fuel for the years 1956 and 1957. United Fuel 


5. EFFecTIveE Rate. 


Effective rate on June 7, 1954 is that which was actually paid and re- 
ceived on that date, rather than the contract date. Shell Oil Co 


6. FIELD PRICE. 


Commission distinguishes case from the Union Oil case. Pan American 
Petroleum Corp 


7. GENERAL. 


Commission approves the increased rates for natural gas proposed by 
applicants under Section 4 of the Natural Gas Act. Pan American Petro- 
Producers, who fail to comply with the Natural Gas Act and the Com- 
mission’s Regulations thereunder, may not expect increases in rates 
charged by them for gas subject to this Commission’s jurisdiction. H. L. 
Homt seibwak uso AUS es i) SP tee Sosa sy di os 

Commission grants motion to dismiss case because of Hunt’s failure to 


discharge the burden of proof contemplated by Section 4(e) of the Natural 
Gas Act. H. L. Hunt 


Commission will not allow a company to charge a less than compensa- 
tory rate during the first portion of the contract. term and a more than 
compensatory rate during the remainder of the contract. South Carolina 
Generating’: Gossiesbaceieig 2 i ia eit Bea oe) ego ott tt 

Commission supplements previous opinion and order pursuant to Court 
remand. South Carolina Generating Co 
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RATES—Continued 
8. Rate Base METHOop. 


Where there is unitization agreement in one field by 133 lessees, the tra- 
ditional rate base method is impractical and not conducive to effective 
regulatory results in a case involving eleven independent producers oper- 
ating in this field when only a small portion of the rates of each company 
is being investigated. Pan American Petroleum Corp 

Pan American case distinguished on its facts from this case and other 
producer cases such as Union Oil, which require the use of the traditional 
rate base method as a point of departure. Sun Oil Co 

Company should not be allowed more than cost for the production of its 
own gas computed under the traditional rate base method unless the evi- 
dence shows in dollar amounts what is necessary for each of the company’s 
purposes. Colorado Interstate Gas Co 


9. Rate SETTLEMENT. 


A natural gas company must be allowed a return sufficient to assure its 
financial integrity and maintain its ability to render service. Natural Gas 
Pipeline Co. of America 


See also CERTIFICATES OF PUBLIC CONVENIENCE AND NECESSITY, 
2. Factors To Be CONSIDERED, (c) Rates; JURISDICTION, 4. Rares. 


RATE SCHEDULE. 
1. CONFIRMATION AND APPROVAL. 


Legislative history of Flood Control Act of 1938 indicates that Congress 
intended these projects to be multipurpose and therefore the cost to be 
used as basis for rate schedules should include an allocated portion of the 
joint costs rather than the incremental costs only. U.S. Dept. of the 
Interior, Southeastern Power Administration 

Interest charge of only 2 percent on the unamortized investment will 
not return the cost of these projects pursuant to the requirements of 
Section 5 of the Flood Control Act of 1944. U.S. Dept. of the Interior, 
Southeastern Power Administration 


2. EFFECTIVE UNDER Bonp. 


In accordance with the principles stated in the Hi Paso case, the Com- 
mission requires United Gas to file a bond to ensure the refund of the 
amount of an increase in rates collected after the filing of a change in 
rates. United Gas Pipe Line Co 

Argument by Texas HDastern that it should not be required to post a 
bond because its suppliers’ increased rates are effective under bond, is 
rejected. Tevas Eastern Transmission Corp 

Following the El Paso case, Commission requires Algonquin to file a 
bond in the amount of 15 percent of the proposed increase in natural 
gas rates, to ensure refund. Algonquin Gas Transmission Co 


3. ESCALATION CLAUSE. 


Letter agreement entered into between Texas Gas and Atlantic, pursuant 
to a continuing basis contract, does not trigger the escalation clause in 
Shell’s contract. Shell Oil Co 

Every change of an existing rate to a different price by reason of a 
stepup escalation clause in a sales contract constitutes a change in rate 
and is subject to suspension under Section 4 of the Natural Gas Act. Pan 
American Petroleum Corp 

Contract adjustment clauses for the basic capacity charge rejected 
where they did not apply to total cost of service but only to factors which 
may be expected to increase in the future. South Carolina Generating Co_- 

Commission allows fuel adjustment clause and Federal tax adjustment 
clause to be retained. South Carolina Generating Co 


4. FILine. 


Commission denies rehearing of its rejection of a purported initial 
rate schedule, where there was a previous certificate of public convenience 
and necessity in effect authorizing the same gas service, but without 
prejudice to the retender of the rate schedule as a proposed change in 
vate, Mwuabls OF Gk TO Giecccisiccciedccecninnnssnnin 
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RATE SCHEDULE—Continued 
4. Firrnc—Continued Page 


Commission denies application for a certificate of public convenience 
and necessity where the sale duplicates a previously certificated sale which 
has not been abandoned. Magnolia Petroleum Co., Hunt Oil Co 111, 447 
Commission denies motion to dismiss rate proceeding on finding that it 
would not be in the public interest for the Commission to follow the 
Memphis decision until the Supreme Court has acted. Commission dis- 
cusses the impact of the Memphis decision on the conventional rate- 
making and rate-changing process. El Paso Natural Gas Co 

Increase in contract price by mutual agreement or arbitration constitutes 
a “change in rate” within the purview of Section 4(d) of the Natural 
Gas Act. United Carbon Co 

Commission shall continue to accept changes in rate schedules for filing 
unless Memphis case is affirmed by the Supreme Court. Colorado Inter- 
state Gas Co. 

Company under Section 4 of the Natural Gas Act may file a change in a 
rate prescribed by the Commission under Section 5 of the Act, where the 
filing is not a collateral attack on that Commission order. Colorado 
Interstate Gas Co 

Where customer in service agreement has consented to the seller’s act 
of filing rate increases, Mobile case does not apply. Colorado Interstate 


5. SUSPENSION. 


Commission can suspend the operation of a new rate schedule in the 
public interest without first having acted upon applicant’s request, in an- 
other proceeding, for a disclaimer of jurisdiction. United Carbon Co__-_- 

Commission vacates suspension order, and allows increase in rates to 
become effective as of the date of filing, holding that as a matter of ad- 
ministrative policy it would accept any change in rate involving Permian 
Basin gas which:did not exceed a basic rate of 10¢ per Mcf. Reef Fields 
Boosklinn Gere: COG: ) sisi nds nchibctiecinlednsitiec mised tenitthincismsins 

Where Amerada and Pan American were selling gas to United from the 
same well at widely different rates under agreements with United, Com- 
mission denies motion to shorten suspension period of Amerada’s rate 
increase, since the companies contracted to the original rates and there 
was no discriminatory treatment by the Commission. Amerada Petro- 
leum Corp 

Commission’s action suspending Stanolind’s proposed increase and per- 
mitting Gulf’s proposed rate to go into effect but instituting investigation 
against Gulf does not sustain contention of deliberate and willful dis- 
crimination where the aggregate of the changes proposed by Stanolind 
were much larger. Pan American Petroleum Corp 

The exercise of the discretion by the Commission, under Section 4(e) 
of the Act, whether or not to suspend a rate change, is peculiarly a matter 
for administrative competence. Sun Oil Co., Humble Oil & Refining Co., 
Kerr-McGee Oil Industries, Inc., Barnhart Hydrocarbon Corp__ 801, 698, 803, 943 

Rate suspension orders are valid where (1) change in rate is subject to 
suspension, (2) notice period is adequate, and (3) reason for suspension 
is sufficient. H. L. Hunt 

The lawfulness of rate schedules is not proved by the fact that a sub- 
sequently filed rate schedule is not suspended and not made effective 
subject to refund. Pan American Petroleum Corp 956, 957 

Order suspending proposed increased rates valid since (1) contract 
price escalations are changes subject to Commission’s suspension power, 
(2) order contains sufficient statement of reasons for suspension, and 
(3) the order was issued within time provided by the Act. Sun Oil Co___ 

There is no discrimination involved in suspending Sun’s proposed in- 
creased rates while permitting others in the area to go into effect where 
different facts were presented in those cases from the facts here. Sun 





INDEX-—DIGEST 


RES JUDICATA. 


In prescribing rates to be charged in the future, the Commission is 
performing a legislative function and res judicata and estoppel have no 
application. United Carbon Co 

Company under Section 4 of the Natural Gas Act may file a change in a 
rate prescribed by the Commission under Section 5 of the Act, where the 


filing is not a collateral attack on that Commission order. Colorado In- 
terstate Gas Co 


TAXES. See COST OF SERVICH, 2. Taxes 
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ABANDONMENT —Section 7(b) (N.G.A.). 
1. APPLICATION DISMISSED. 
Missouri Public Service Co., docket No. G—14534 
2. AUTHORIZATION OF. 
Cities Service Gas Co., docket No. G—13562 
Consolidated Gas Utilities Corp., docket No. G—13230 
Cumberland & Allegheny Gas Co., docket No. G—12250___- 
Delaware Power & Light Co., docket No. G—14538 
El Paso Natural Gas Co., docket No. G—10885 
Lone Star Gas Co., docket No. G—13396 
Manufacturers Light & 
G-—12155 
Manufacturers 
G-—12858 
Manufacturers 
G-13542 
Manufacturers 
G-13786 
Northern Natural Gas Co., docket No. G—13551 
Northern Utilities Co., docket No. G—13958____-.-------~ 
Ohio Fuel Gas Co., The, docket No. G—14766 
Southern Union Gas Co., docket No. G—12181 
Texas Eastern Transmission Corp., docket No. G—2503_- 
Transcontinental Gas Pipe Line Corp., docket No. 
G-14700 
United Fuel Gas Co., docket No. G—12295__......__----- 


ACTUAL LEGITIMATE ORIGINAL COST. 
1. DETERMINATION OF. 


Georgia Power Co., project No. 485_..-....._..-.-.-_ 
Georgia Power Co., project No. 1218 

Georgia Power Co., project No. 1951 

New England Power Co., project No. 1904 

Northern States Power Co. (Wisconsin), project 


Ohio Edison Co., May 9, 1958 
Pacific Gas & Electric Co., project No. 137 
Pacific Gas & Electric Co., project No. 1962 
Public Service Co. of New Hampshire, docket 
IT—5927 
ANNUAL CHARGES—Section 10(e) (F.P.A.). 
1. ADJUSTMENT OF. 
Pacific Power & Light Co., project No. 2111 
CERTIFICATE OF PUBLIC CONVENIENCE AND NECESSITY¥—Sec- 
tion 7 (N.G.A.). 
1. APPLICATION DISMISSED. 


Sunray Mid-Continent Oil Co., docket No. G—11878 
2. CERTIFICATE AMENDED, 


American Louisiana Pipe Line Co., docket No. G—2306____ 
Colorado Interstate Gas Co, docket No. G—10029 
Colorado-Wyoming Gas Co., docket No. G—10738 








CERTIFICATE OF PUBLIC CONVENIENCE AND NECESSITY— 
Section 7 (N.G.A.) 
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El Paso Natural Gas Co., docket No. G-11169_____.___-_-- 570 
El Paso Natural Gas Co., docket No. G—12599___.._._-___ 173 


Manufacturers Light & Heat Co., The, docket No. G-11619_ 799 
Manufacturers Light & Heat Co., The, docket No. G-12946_. 572 
Manufacturers Light & Heat Co., The, docket No. G-13080_ 964 


3. CERTIFICATE GRANTED. 
































































































































Michigan Wisconsin Pipe Line Co., docket No. G-2327_._-_. 217 
Ohio Fuel Gas Co., The, docket No. G—12441__________-_-- O44 
Orange & Rockland Utilities, Inc. (formerly Rockland 

Light & Power Co.), docket No. G—-269__..._.....______ 887 
Orange & Rockland Utilities, Inc. (formerly Rockland 

Light & Power Co.), docket No. G-1901____---_-___---- 889 
Panhandle Eastern Pipe Line Co., docket No. G-1705____-- 692 
Permian Basin Pipeline Co., docket No. G-1928_______-___ 1112 
Permian Basin Pipeline Co., docket No. G—-12374____-_---- 571 
Texas Hastern Transmission Corp., docket No. G-2503_._..._ 478 
Texas Eastern Transmission Corp., docket No. G-4610___. 196 
Texas Gas Transmission Corp., docket No. G—-12344_______ 379 
Alabama-Tennessee Natural Gas Co., docket No. G-12263.. 114 
Algonquin Gas Transmission Co., docket No. G-12746____- 957 
Algonquin Gas Transmission Co., docket Ne. G~13724_____ 914 
American Louisiana Pipe Line Co., docket No. G-11510_._._ 100 
Arkansas Louisiana Gas Co., docket No, G-13147__-_----. 35 
Arkansas Louisiana Gas Co., docket No. G—13328__..---- 22 
Arkansas Louisiana Gas Co., docket No. G—14517__-------- 893 
Atlantic Seaboard Corp., docket No. G-11673_-_.---------- 81 
Cities Service Gas Co., docket No. G—-9649_..--.-.------_-- 8 
Cities Service Gas Co., docket No. G—13545__-....--------- 385 
Cities Service Gas Co., docket No. G—13562__......-------- 234 
Colorado Interstate Gas Co., docket No. G—12875__-_--_-_- 27 
Colorado-Wyoming Gas Co., docket No. G-10319______---__ 11 
Colorado-Wyoming Gas Co., docket No. G—14180__----__--- 369 
Columbian Fuel Corp., docket No. G-12487_____--------__- 479 
Cumberland & Allegheny Gas Co., docket No. G-11731__--- 19 
Cumberland & Allegheny Gas Co., docket No. G—12250_____ 485 
El Paso Natural Gas Co., docket No. G—10885__...-_----- 86 
El Paso Natural Gas Co., docket No. G—11080____-----_-. 78 
El Paso Natural Gas Co., docket No. G—11263__-.--_---.. 163 
El Paso Natural Gas Co., docket No. G—11797__._.----.-. 393 
El Paso Natural Gas Co., docket No. G-12319___.-.__.__- 813 
El Paso Natural Gas Co., docket No. G—12442____._______ 349 
El Paso Natural Gas Co., docket No. G—13107__-_--.--__. 282 
El Paso Natural Gas Co., docket No. G-13252__-_.-______ 264 
El Paso Natural Gas Co., docket No. G—13721__-_.-----_. 278 
El Paso Natural Gas Co., docket No. G—18822_____.___--_ 336 
El Paso Natural Gas Co., docket No. G—13882__._......-- 371 
El Paso Natural Gas Co., docket No. G—-14305_.._-...-._. 1126 
El Paso Natural Gas Co., docket No. G—14345_-.----.-... 513 
El Paso Natural Gas Co., docket No. G-14464____.-_-___- 793 
Gulf Interstate Gas Co., docket No. G—12771_--------___ 115 
Gulf Interstate Gas Co., docket No. G—18271__-_--______ 68 
Gulf Interstate Gas Co., docket No. G—-13647_.-_-_..-_-. 1128 
Gulf Interstate Gas Co., docket No. G—13648_..__.--._-- 363 
Home Gas Co., docket No. G—11529___.__---...--_-_-___-- 25 
Hope Natural Gas Co., docket No. G—-12571__-__-__-.---__ 405 
Hope Natural Gas Co., docket No. G—13201....-.------.- 36 
Hope Natural Gas Co., docket No. G—14780____-----__-_-- 824 
Kansas-Nebraska Natural Gas Co., docket No. G-14157__._. 391 


Kentucky Gas Transmission Corp., docket No. G—13667 
Lone Star Gas Co., docket No. G—13702 


SUBJECT INDEX 1185 


CERTIFICATE OF PUBLIC CONVENIENCE AND NECESSITY— 
Section 7 (N.G.A.)—Continued 


3. CertiFicate GranTteEp—Continued Page 


Lone Star Gas Co., docket No. G-13959............... 366 
Lone Star Gas Co., docket No. G—14136 

Lone Star Gas Co., docket No. G—14344 

Manufacturers Light & Heat Co., The, docket No. 
Manufacturers Light & Heat Co., The, docket No. 
Manufacturers Light & Heat Co., The, docket No. G—12052__ 
Manufacturers Light & Heat Co., The, docket No. G—12155__ 
Manufacturers Light & Heat Co., The, docket No. G—12858_-_ 
Manufacturers Light & Heat Co., The, docket No. G-13542__ 
Manufacturers Light & Heat Co., The, docket No. G—14298__ 
Manufacturers Light & Heat Co., The, docket No. G—14438__ 
Michigan Wisconsin Pipe Line Co., docket No. G—9992 
Michigan Wisconsin Pipe Line Co., docket No. G—13246 
MidSouth Gas Co., docket No. G—12030. 

Mississippi River Fuel Corp., docket No. G—10422 

Missouri Public Service Co., docket No. G—14534 
Montana-Dakota Utilities Co., docket No. G—13288 
Natural Gas Pipeline Co. of America, docket No. G—10197__ 
New York State Natural Gas Corp., docket No. G—9138___-_ 
Northern Natural Gas Co., docket No. 

Northern Natural Gas Co., docket No. 

Northern Natural Gas Co., docket No. 

Northern Natural Gas Co., docket No. 

Northern Natural Gas Co., docket No. 

Northern Natural Gas Co., docket No. 

Northern Natural Gas Co., docket No. 

North Penn Gas Co., docket No. G—9024 

Ohio Fuel Gas Co., The, docket No. G—13309 

Ohio Fuel Gas Co., The, docket No. G—143894 

Ohio Fuel Gas Co., The, docket No. G—14690 

Ohio Fuel Gas Co., The, docket No. G—14766 

Olin Gas Transmission Corp., docket No. G—10878 

Pacific Northwest Pipeline Corp., docket No. G-10260. 
Pacific Northwest Pipeline Corp., docket No. G—18651 
Permian Basin Pipeline Co., docket No. G—12914 

Permian Basin Pipeline Co., docket No. G—130238 

Seaboard Oil Co., Operator, docket No. G—11970 

Southern Natural Gas Co., docket No. G—13082 

Southern Natural Gas Co., docket No. G—-13203 

Southern Natural Gas Co., docket No. G—13767 

Southern Natural Gas Co., docket No. G—13864 

Southern Union Gas Co., docket No. G—12181 

Standard Pacific Gas Line Inc., docket No. G—1823 

Sunray Mid-Continent Oil Co., docket No. G—12211 
Superior Oil Co., The, docket No, G—12121 

Tennessee Gas Transmission Co., docket No. G—8990. 
Tennessee Gas Transmission Co., docket No, G—9867 
Tennessee Gas Transmission Co., docket No. G—10610 
Tennessee Gas Transmission Co., docket No G—10804 
Tennessee Gas Transmission Co., docket No. G—14174 
Tennessee Gas Transmission Co., docket No. G—14803. 
Tensas Gas Gathering Corp., docket No. G—13588 

Texas Hastern Transmission 'Corp., docket No. G—2503____ 
Texas Eastern Transmission Corp., docket No. G—10868___ 
Texas Bastern Transmission Oorp., docket No. G-11642___ 
Texas Eastern Transmission Corp., docket No. G—11784____ 
Texas Eastern Transmission Corp., docket No. G—11873__ 
Texas Eastern Transmission Corp., docket No. G—12776____ 
Texas Eastern Transmission Corp., docket No. G—14281____ 
Texas Gas Transmission Corp., docket No, G—12344 

Texas Gas Transmission Corp., docket No, G-13229 
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Transcontinental Gas Pipe Line Corp., docket No. 
Transcontinental Gas Pipe Line Corp., docket No. G—9961__ 62 
Transcontinental Gas Pipe Line Corp., docket No. G-12704_ 117 
Transcontinental Gas Pipe Line Corp., docket No. G-13237_ 288 
Transcontinental Gas Pipe Line Corp., docket No. G-13744. 266 
Transcontinental Gas Pipe Line Corp., docket No. G-13834. 493 
Transcontinental Gas Pipe Line Corp., docket No. G-13911. 339 
Transcontinental Gas Pipe Line Corp., docket No. G-14110_ 390 
Transcontinental Gas Pipe Line Corp., docket No. G-14340_ 881 
Transcontinental Gas Pipe Line Corp., docket No. G-14777_ 916 











































Trunkline Gas Co., docket No. G—10845__.__.--_-__------ 96 
Trunkline Gas Co., docket No. G—13300___-...----------- 38 
Trunkline Gas Co., docket No. G—13351__..._-.-.----_---- 219 
Trunkline Gas Co., docket No. G—14365__-.-.----.-------- 820 
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Union Gas System, Inc., docket No. G-14463_-_.-------- 884 
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United Fuel Gas Co., docket No. G—12295___--.-------- 961 
United Fuel Gas Co., docket No. G—13058__.._---------- 848 
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United Gas Pipe Line Co., docket No. G—13326_...-.------ 222 
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United Gas Pipe Line Co., docket No. G—13789__2_.._---- 388 
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United Gas Pipe Line Co., docket No. G—14117 
United Gas Pipe Line Co., docket No. G-14442 
Wilcox Trend Gathering System, Inc., docket No, G—10912_ 
Wilcox Trend Gathering System, Inc., docket No. G—11073_ 
Wilcox Trend Gathering System, Inc., docket No. G—11519_ 
Wilcox Trend Gathering System, Inc., docket No. G—-13391_ 


4, TEMPORARY CERTIFICATE. 


American Louisiana Pipe Line Co., docket No. G—2306 


CONSOLIDATION, MERGER, AND, SALE—Section 203 (F.P.A.). 
1. TRANSFER, MERGER OR SALE AUTHORIZED. 


California Oregon Power Co., The, docket No. E-6777 
Duke Power Co., docket No. E-6809 

Niagara Mohawk Power Corp., docket No. E-6795 
Orange and Rockland Electric Co., The, docket No. E-6792_ 
Pacific Gas & Electric Co., docket No. E-6800 

Southern Utah Power Co., docket No. E-6808 


EXPORTATION. 


1. ELEcTRIC. 


Citizens Utilities Co., docket No. E-6439 

Luz y Fuerza de Reynosa, 8. A., docket No. E-6295 

Marias River Electric Cooperative, Inc., docket No. IT- 
6097 


Niagara Mohawk Power Corp., docket No. E-6797 
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1. ELEcTRICc. 


Houston Lighting & Power Co., docket No. E-6820. 
Kansas Power & Light Co., The, docket No. E-6568 
Main Public Service Co., docket No. B-6413 


Augusta, Ky., City of, docket No. G—14321 

Central Illinois Light Co., docket No. G—12413 

Citizens Gas Co., docket No. G—12212 

Corydon, Ky., City of., docket No. G—9622 

Illinois Power Co., docket No. G—12298. 

Mountain Gas Co., docket No. G-11718. 

Olive Hill, Ky., City., docket No. G~-13117 

Pike Natural Gas Co., docket No. G—14405 

Ranier, Harry, d.b.a. Van Lear City Gas System, docket 


Suburban Fuel Gas. Inc., The, docket No. G—-14715 
Town Gas Co. of Illinois, docket No. G-9749__.......____ 


INVESTIGATION. 
1, OnpEeR INSTITUTING. 


Herrington, Mrs. Louise H., docket No. G—14374 
Mound Co., docket No. G—14372 
Trice Production Co., docket No. G—14373 


JURISDICTION. 


1. Gas. 


Carolina Natural Gas Corp., docket No. G—14234_ 
El Paso Natural Gas Co., docket No. G—13832 
Haucke Pipe Line Co., docket No. G—13455 

Illinois Power Co., docket No, G—13934_ 

Missouri Public Service Co., docket No. G—14534_ 
Mountain Gas Co., docket No, G-11718. 

Pacific Lighting Gas Supply Co., docket No. G—14993. 
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1. AMENDMENTS. 


2. ExHIsITs. 
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Alabama Power Co., project No. 2146_.........__________ 445 
Idaho Power Co., project No. 1971_..-.........._..._____ 605 
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3. In GENERAL. 
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5. SURRENDER. 


6. TRANSFER. 


PRACTICE AND PROCEDURE. 
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2. EVIDENCE. 
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8. INTERMEDIATE DECISION PROCEDURE. 
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South Georgia Natural Gas Co., docket No. G—18550_____ 
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4. INTERVENTION. Page 
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9. REOPEN PROCEEDINGS. 


Colorado Interstate Gas Co., docket No. G—2260_.....-.-_. 1012 
El Paso Natural Gas Co., docket No. G—12580_____________ 681 
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) 10. Stray ORpER. 


Pan American Petroleum Corp., docket No. G—8697__.--__- 917 
Power Authority of the State of New York, project No. 2216. 362 


) PRELIMINARY PERMIT. 


RATES. 


1. INCREASE ALLOWED. 


2. INCREASE DENIED. 





Appalachian Electric Power Co., project No. 2210__--__-_- 169 
Mecklenburg Electric Cooperative, project No. 2236._______ 583 
National Processing Co., The, project No. 2220_......._._.__ 782 
Northern Lights, Inc., project No. 2208_.........-.______- 91 
Public Utility District No. 1 of Snohomish County, Wash., 
project: NO; 2894 joso5b ol) soi ee 948 
Slagle, John Chandler, project No. 2227_..........._______ 239 
Southside Electric Cooperative, project No. 2231_..__.____ 171 
Pan American Petroleum Corp., docket No. G-8549______ 463 
Reef Fields Gasoline Corp. (Operator), docket No. 14030. 351 
South Carolina Generating Co., docket No. E-6585._______ 855 
See Fe. Bap Ga re Cr tsccesemrentinemmeeueenawnsne 748 
Pan American Petroleum Corp., docket No. G—8697______ 519 


Sun Oil Co., docket No. G—9557 973 





RATES—Continued 
8. OrnpER APPROVING SETTLEMENT. 













































































































































































SUBJECT INDEX 


Gulf Interstate Gas Co., docket No. G—12863 
Lake Shore Pipe Line Co., docket No. G—11988_._.________ 
Natural Gas Pipeline Co., of America, docket No. G-3123__ 


4, OrnpDER MAKING EFFECTIVE INCREASED RATES ON FURNISHING BOND 


OR UNDERTAKING. 
Algonquin Gas Transmission Co., docket No. G—12859__.. 
Barnhart Hydrocarbon Corp., docket No. G—13918____-_ 
Natural Gas Pipeline Co. of America, docket No. G—13950__ 
Texas Eastern Transmission Corp., docket No. G—12706_- 
United Gas Pipe Line Co., docket No. G—12801 


5. REFUND. 


Natural Gas Pipeline Co. of America, docket No. G-3123__ 
Pan American Petroleum Corp., docket No. G—8597 
Sun Oil Co., docket No. G—9557 


6. SCHEDULES. 


a. Acceptance for Filing. 
Colorado Interstate Gas Co., docket No. G—10029________ 
Consolidated Gas Utilities Corp., docket No. G—13230. 
El Paso Natural Gas Co., docket No. G—14305 
Hope Natural Gas Co., docket No. G—14780 
Interstate Power Co., et al., April 8, 1958__----.------- 
Southern Natural Gas Co., docket No. G—13258____------ 
South Georgia Natural Gas Co., docket No. G—13550____-- 
b. Confirming and Approving. 
United States Department of the Interior, Southwestern 
Power Administration, docket No. IT-5971__-_------__ 


c. Order Disapproving Rate Schedule. 
United States Department of the Interior, Southeastern 
Power Administration, docket No. E—-6645, 

d. Suspension. 
Amera a Petroleum Corp., docket No. G—14421__-.__-__-- 
Pan American Petroleum Corp., docket No. G—8697 
Public Service Co. of Oklahoma, docket No. B-6816 
Pure Oil Co., The, docket No. G—14049______.-..-_------ 
Sun Oil Co. (Operator), docket No, G—13425 


7. SERVICE AGREEMENTS. 


United Fuel Gas Co., docket No. 11060 


SECURITIES. 
1. AcQuiIsITION oF SECTION 202 (F.P.A.). 


Orange and Rockland Electric Co., The, docket No. E-6792_-_ 


2. ISSUANCE OF 


California Electric Power Co., docket No. E-6796 
Community Public Service Co., docket No. E-6801 
Community Public Service Co., docket No, E-6813 
Gulf States Utilities Co., docket No. E-6794 
Gulf States Utilities Co., docket No. E-6810 
Gulf States Utilities Co., docket No. E-6811 
Idaho Power Co., docket No. E-6802__.....--...-__-____ 
Interstate Power Co., docket No. E-6812_......__.______ 
Iowa Power & Light Co., docket No. E-6793 
Iowa Public Service Co., docket No. E-6799__-....._____ 
Montana-Dakota Utilities Co., docket No. E-6803 
Northern States Power Co., docket No. E-6825_......____ 
Orange & Rockland Power Co., docket No. E-6792 
Otter Tail Power Co., docket No. E-6790_.......________ 
Pacific Power & Light Co., docket No. E-6791__...._______ 
Pacific Power & Light Co., docket No. E-6822 









325 


1126 
324 
502 
565 


784 


929 


774 


358 
519 
554 


800 


SUBJECT INDEX 


SECURITIES—Continued 
2. IssuANcE or—Continued 


Puget Sound Power & Light Co., docket No. E-6805. 
Sierra Pacific Power Co., docket No, E-6804 


3. SUPPLEMENTAL AUTHORIZATION. 


California Electric Power Co., docket No. E-6796 
Community Public Service Co., docket No. E-6813 
Gulf States Utilities Co., docket No. E—675 

Gulf States Utilities Co., docket No. E-6811 
Holyoke Water Power Co., docket No. E-6744 
Idaho Power Co., docket No. E-6734 

Idaho Power Co., docket No. E-6802 

Iowa Power and Light Co., docket No. E-6793 
Iowa Public Service Co., docket No. E-6799 


Puget Sound Power & Light Co., docket No. E-6753 
Puget Sound Power & Light Co., docket No. E-6805 
Sierra Pacific Power Co., docket No. E-6804 


O 











